February 28, 1969 


Mr, Howard Kothe 
Watson Leavenworth 
Helton & Taggart 
100 Park Avenue 
Hew York, Hew York 1001? 

i Bel Half, #582*554, F*C#5oT) 


Sear Howard* 

The enclosed investigation on the process for the PVC 
filter material has come to my attention. X am sending it 
to you so that you can review it to see whether we have the 
modifications covered in the patent application we have on 
file on this subject. 

Sincerely, 



Mrs, Thelma 0. Heatwole 
Patent Liaison Officer 
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cos Hr. ?« A. Eichorn 




Source: https://www.industrydGGUjrients.ucsf.edu/docs/jtnjOOOO 
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